WAR DEPARTMENT,

OFFICE op THE CHIEF OF ORDNANCE,

January 5, J9&J,

This work on the Manufacture of Optical Glass and of Optical
SyBtema was prepared at tho request of the artillery division of this
office by Lieut. (1ol. P. R. Wright, Ordnance Reserve Corps, Col.
Wright wan in charge of production and inspection of optical glass
at the plant of the Baiweh & Lomb Optical Oo, from April, 1017,
to May, K)l8; the Army representative on the military optical glaaa
and instrument sect ion of the War Induatrien Board from March 15,
1018, until after the armistice; chairman of the Army commodity
committee on optical .glass and instruments under the Director of
Purchase, Storage and Traffic from April, 1918, until after the armi-
stice; and in charge of optical systems in the fire-control section of
the engineering division of this office from August 4, 1018, to June
10, 1919.
Tho treatise is approved for publication.

0, C. WILLIAMS,
Ml/or Gfn.eml, Ckitf nf Ordnance,

States Army.
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